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CONFIDENTIAL BONN 06310 

E.O. 11652: GDS 
TAGS: NATO, MILI 

SUBJECT: NATO PATROL HYDROFOIL MISSILE (NATO PHM) 

REF: STATE 81293 

1 . WE HAVE ADVISED THE GERMAN DEFENSE MINISTRY 
(GENERAL BRANDT) OF USG DECISION NOT TO PROCEED WITH 
PRODUCTION OF PHM. 

2. GENERAL BRANDT SAID THE FRG APPRECIATED RECEIVING 
THIS INFORMATION AND APPRECIATED OVER EARLIER 
CONSULTATIONS, FROM WHICH IT HAD CONCLUDED THAT US 
POLICY WAS MOVING IN THIS DIRECTION. HE SAID THE FRG 
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FULLY UNDERSTOOD THE US DECISION. 
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